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PLAN 


BASED ON: N.C.STATE UNIV. 

PLAN NO. 5556 


note: 

CONSULT LOCAL BUILDING 
. CODE AUTHORITIES BEFORE 

starting construction. 


WINDOW SECTION 

scale: r-r-o" 
note: 

WINDOW AT HORSE STALLS TO BE 
TWO LIGHTS HIGH WITH TOP OF 
SASH 8-0" ABOVE FLOOR. 


note: 

FOR LARGE HORSES INCREASE 
SIZE OF STALLS. 

2"PLANK 5-0" ABOVE FLOOR ON 
EXTERIOR WALLS AT HORSE STALLS. 
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SCALE: l/4 , ‘=r-0 , ‘ UNLESS OTHERWISE NOTED. 

















Disclaimer 


This site makes available conceptual plans that can be helpful in developing building 
layouts and selecting equipment for various agricultural applications. These plans do not 
necessarily represent the most current technology or construction codes. They are not 
construction plans and do not replace the need for competent design assistance in 
developing safe, legal and well-functioning agricultural building system. The LSU 
Agriculture Center, the Mid-West Plan Service, the United States Department of 
Agriculture and none of the cooperating land-grant universities warranty these plans. 



